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EXPERIMENTAL   SCIENCE.
a wooden box supported by a curved arm inserted in the tool rest support. A vertical journal box passes through the bottom of the box, and contains a shaft having upon its upper end a socket for receiving the grinding tool, and on the lower end a grooved wheel surrounded by a rubber friction band, which is revolved by contact with the face plate of the lathe. The speed of the wheel relatively to that of the
FIG. 642.
Lens-grinding Attachment for Foot Lathes.
lathe may be varied by raising or lowering the shaft by raising or lowering the box support in the tool post.
The glass to be ground is cemented to the face of a flanged casting as shown at 9, and is held down to the grinding tool by the lever attached to the box. The tool for large-work may be made of cast iron. The center of the lens should be eccentric to the center of the grinding tool, so thatly perfect, the tool should be allowed to work nearly dry.
